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ACCESSIONS  TO  THE  DEPARTMENT  EIBRARY. 

APRIL-JUXE,  1902. 

1.  AGRICULTURE. 

Alabama—  Agriculture,  Department  of.  Bulletin,  no.  15.  8°.  Montgomery,  1901. 

Bersch,  Wilhelm.  Die  moderne  landwirthschaft.  lief.  1.  il.  8°.  n.  p.,  n.  d. 

Boussingault,  Jean  Baptiste  Joseph  Dieudonne.  Agronomic,  chiipie  agricole  et 
physiologie.  Ed.  2.  v.  3-8.  pi.  8°.  Paris,  Gauthier- Villars,  1860-91. 

Ed.  3.  v.  1-2.  pi.  8°.  Paris,  1886. 

Breslau — Universitdt — Landwirtschaftliches  insiitut.  Mitteilungen.  heft  5.  pi.  8°. 
Berl. , 1901. 

Brooks,  William  Penn.  Agriculture.  3 v.  il.  pi.  8°.  Springfield,  Mass., 
Home  correspondence  school,  1901. 

Contents: — v.  1.  Soils.— v.  2.  Manures,  fertilizers,  and  farm  crops. — y.  3.  Animal  husbandry. 

Canterbury  agricultural  and  pastoral  association’s  journal;  a practical  and  scien- 
tific journal  devoted  to  the  interests  of  agricultural  and  pastoral  pursuits  . . . with 
which  is  incorporated  the  New  Zealand  country  journal,  [bi-monthly],  v.  1-4,  no.  2. 
il.  4°.  Christchurch,  X.  Z.,  Smith,  Anthony,  Sellars  & co.,  1899-1902. 

Finland — Landtbruksstyrelse.  Landtbruksstyrelsens  meddelanden.  no.  36-38. 
8°.  Helsingfors,  1902. 

Fletcher,  James.  Evidence  of  Dr.  James  Fletcher  . . . before  the  Select  stand- 
ing committee  of  the  House  of  commons  on  agriculture  and  colonization,  1898,  1901. 
8°.  Ottawa,  1898-1901. 

Goodell,  Henry  Hill.  Influence  of  the  monks  in  agriculture;  address  ...  at 
the  summer  meeting  of  the  Massachusetts  state  board  of  agriculture  . . . 1901.  pp. 
22.  8°.  n.  p.,  [1902]. 

From  the  A 9th  annual  report  of  the  Massachusetts  state  hoard  of  agriculture. 

Great  Britain — West  Indies , Imperial  department  of  agriculture  for  the.  Barbados; 
report  of  the  agricultural  work  for  1900.  pp.  178.  f°.  Barbados,  1901. 

Giintz,  Max.  Handbuch  der  landwirthschaftlichen  litteratur.  pt.  3.  pp.  183. 
il.  8°.  Leipz.,  1902. 

Highland  and  agricultural  society  of  Scotland.  Transactions,  ser.  5,  v.  14. 
pp.  488  + 83.  il.  8°.  Edinb.,  William  Blackwood  & sons,  1902. 

Illinois — Farmers’  institute.  Annual  report  with  reports  of  county  farmers’  insti- 
tutes for  the  year  1901.  v.  [6].  pp.  442.  il.  .8°.  Springfield,  1901. 

India — Bombay  Presidency — Land  records  and  agriculture , Department  of.  18th 
annual  report,  for  the  year  1900/01.  f °.  Bombay,  1902. 

India — Xorth-ivestern  provinces  and  Oudh — Land  records  and  agriculture , Department 
of.  Report  of  the  operations,  1900/01.  f°.  Allahabad,  1902. 

Iowa — Agriculture,  Department  of.  Iowa  year  book  of  agriculture  . . . also  report 
of  the  Iowa  state  fair  for  . . . 1901.  pp.  667.  pi.  8°.  Des  Moines,  1902. 
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Landdkonomisk  aarbog;  oversigt  over  det  Danske  landbrugs  organisation;  udgivet 
af  Foreningen  of  Danske  landbrugskandidater,  1902.  v.  3.  pp.  157.  8°.  Koben- 

havn,  1902. 

Malmolius  Ians  kongl.  hushdllnings-sallskap.  Forteckning  ofer  ledamoter 
for  1902.  pp.  160.  8°.  Malmo,  1902. 

Massachusetts — Agriculture , State  board  of.  49th  annual  .report  of  the  secretary 
. . . 1901.  il.  8°.  Boston,  1902. 

Missouri — Agriculture , State  hoard  of.  34th  annual  report,  1902.  pp.  471.  il. 
8°.  Jefferson  City,  1902. 

New  Brunswick,  Can. — Agriculture , Department  of . Report  on  agriculture  for  the 
year  1901.  pp.  325.  8°.  Fredericton,  1902. 

New  Jersey — Agriculture , State  board  of.  29th  annual  report,  1901.  il.  8°. 

Trenton,  1902. 

New  York  state  agricultural  society.  59th  annual  report,  1899.  il.  8°. 
Albany,  1900. 

New  Zealand — Agricxdture , Department  of — Biology  and  pomology , Division  of. 
9th  report,  1900/01.  pp.  71.  8°.  Wellington,  1901. 

North-West  Territories — Agricxdture , Department  of.  Annual  report,  1901.  4°. 

Regina,  1902. 

Nova  Scotia — Agriculture,  Secretary  for.  Annual  report,  1901.  pp.  270.  8°. 

Halifax,  N.  S.,  1902. 

Ontario  agricultural  and  experimental  union.  23d  annual  report,  1901.  pp, 
64.  il.  8°.  Toronto,  1902. 

Ringelmann,  Max.  Le  materiel  agricole  a V Exposition  de  1900.  pp.  224.  il. 
f°.  Paris,  Ch.  Dunod,  1901. 

Russia — Zemledyeliya  l ghosudarstvennuikh  imushchestv , Minister stvo — [Zemledyeliya , 
Departament]  [ Agriculture  and  crown  lands,  Ministry  of — Agrigidture,  Department  of]. 
Kratkii  sel'sko-khozyaistvennuii  obzor  Tomskoi  ghubernitza  1901  ghod  [A  short 
agricultural  survey  of  the  government  of  Tomsk  [Siberia]  for  the  year  1901].  pp. 
51.  8°.  Tomsk,  1902.  (PravItel  stvennui!  agronom  po  Tomskoi  ghubernii  [Gov- 

ernmental agriculture  in  the  government  of  Tomsk] . ) 

Russia — Zemledyeliya  l ghosudarstvennuikh  imushchestv,  Ministerstvo — Zemledyeliya, 
Departament  [ Agricultural  and  crown  lands,  Ministry  of — Agriculture,  Department  of]. 
Yreditelipolevodstva  v Tomskoi  ghubernii  v 1901  ghodu  [Enemies  of  agriculture 
in  the  government  of  Tomsk  [Siberia]  in  the  year  1901].  pp.  39.  map.  8°. 
Tomsk,  1902.  (PravItel  stvennuii  agronom  po  Tomskoi  ghubernii  [Governmental 
agriculture  in  the  government  of  Tomsk].) 

Sheldon,  John  Prince.  The  farm  and  the  dairy,  pp.  154.  il.  12°.  Lond., 
George  Bell  & sons,  1900.  (Bell’s  agricultural  series.) 

Simons,  Algie  Martin.  The  American  farmer,  pp.  208.  16°.  Chicago,  C.  H. 

Kerr  & co.,  1902.  (Standard  socialist  series.) 

Societe  centrale  d’agriculture  de  Belgique.  Journal,  [monthly],  Nov.  1853- 
Dec.  1886.  v.  1-34,  no.  2.  4°.  Bruxelles,  1853-86. 

South  Australia — Agriculture,  Minister  of.  Report  for  1900/01.  f°.  Adelaide, 

1901. 

Tennessee — University.  [Agricultural year  book],  1902.  pi.  8°.  Knoxville,  1902. 
(University  of  Tennessee  record,  v.  5,  no.  2.) 

Texas  farmers’  congress.  Proceedings  of  the  4th  annual  session  . . . 1901. 
pp.  171.  8.°  College  Station,  [1901]. 

Vermont — Agriculture,  State  board  of.  21st  annual  report,  1900/01.  pp.  144. 
il.  map.  8°.  N.  Y.  1901. 
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Wisconsin  farmers’  institutes.  Bulletin,  1900-1901.  no.  14-15.  8°.  Madison, 
[1900-1901]. 

Woll,  Fritz  Wilhelm.  Book  on  silage.  Rev.  & enl.  ed.  pp.  2.34.  il.  12°. 
Chicago,  1900. 

[Worlidge,  John.]  Sy sterna  agriculture;  the  mystery  of  husbandry  discovered 
. . . and  Dictionarium  rusticum  ...  by  J.  W.  Gent.  Ed.  4.  pp.  326.  pi.  f°. 
Lond.,  1697. 

2.  AGRICULTURAL  EDUCATION. 

Agricultural  education  committee.  Pamphlet,  no.  33.  pp.  18.  8°.  Lond., 

1902. 

Contents:— no.  33.  Agricultural  education  in  England  and  Wales;  an  official  survey  of  its  devel- 
opment. (Reprinted  from  “The  record  of  technical  and  secondary  education,"  Jan.  1902.) 

Berlin,  Konigl.  landwirthschaftliclie  hoch.sch.ule  in.  Jahresbericht,  1901/02. 
4°.  Berl.,  1902. 

Columbus,  Ohio.  Graduate  school  of  agriculture.  Prospectus  of  the  1st 
session  to  be  held  July  7-Aug.  1,  1902.  pp.  10.  pi.  8°.  n.  p.,  [1902]. 

Connecticut  agricultural  college,  Storrs,  Conn.  Catalogue,  1901/02.  il.  8°. 
Hartford,  1902. 

Drechsler,  G.  Das  landwirthschaftliche  studium  an  der  Universitat  Gottingen, 
pp.  90.  pi.  6.  8°.  n.  p.,  [1875]. 

Liebscher,  Georg.  Das  landwirtschaftliche  studium  an  der  Universitat  Gottingen, 
pp.  24.  8°.  Hannover,  Gbhmannsche  buchdruckerei,  1892. 

Massachusetts — Agricultural  college.  39th  annual  report,  1901.  pp.  298.  8°. 

Boston,  1902. 

Milan.  Reale  scuola  superiore  di  agricoltura  in  Milano.  Xotizie,  regola- 
menti  e programmi  per  V anno  scolastico  1901/02.  pp.  96.  4°.  Milano,  1902. 

Mississippi — Agricultural  and  mechanical  college.  22d  annual  catalogue  and 
announcement,  1901/02.  pp.  96.  il.  8°.  Starkville,  [1902]. 

Nancy,  Universite  de — Instilut  agricole.  Programmes  de  l’enseignement  agro- 
nomique  superieur.  pp.  40.  il.  8°.  Nancy,  1901. 

3.  EXPERIMENT  AND  SEED-CONTROL  STATIONS. 

Canada — Experimented  farms.  Reports  . . . for  1901.  pp.  575.  il.  8°.  Ottawa, 
1902. 

Dansk  fr0kontrol.  Aarsberetning  for  1900/01,  af  O.  Rostrup.  pp.  37.  8°. 

Kobenhavn,  1901. 

Denmark — Kgl.  veter  inter-  og  landbohojskole — Laboratorium  for  landokonomiske 
forseg.  51de  beretning.  8°.  Kjobenhavn,  1902. 

Essex  county,  Eng. — County  council — Technical  instruction  committee.  Essex  field 
experiments,  1896-1901.  pt.  1.  pp.  42.  il.  8°.  Chelmsford,  County  technical 
laboratories,  1901. 

Contents: — pt.  1.  On  permanent  pastures. 

Florida — Agricultural  experiment  station.  Annual  report,  1900/01.  il.  8°. 
De  Land,  1901. 

France — Departement  de  la  Loire- Inf erienre — Station  agronomique.  Bulletin,  1900/01 . 
pp.  80.  chart,  8°.  Nantes,  1902. 

Gefleborgs  Ians  frokontrollanstalt.  Redogorelse  for  arbetsaret  1900/01.  pp.  6. 
8°.  Gefle,  1902. 

India — Bombay  Presidency — Land  records  and  agricidture , Department  of.  Crop 
experiments,  1899/1900-1900,01.  f°.  n.  p.,  [1901]. 
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Jonkoping,  Frokontrollanstalt  i.  Redogorelse  for  arbetet,  1900-01.  8°. 

Jonkoping,  1901-02. 

Kherson,  Zemskoe  opuitnoe  pole  v Kherson  [Rural  experimental  fields]. 

Otchet  za  1898/99  [Report  for  1898/99].  8°.  Kherson,  1900. 

Landwirthschafts-gesellschaft  (K.  k.)  fur  Karnten — Landwirihschaftlich- 
chemische  versuchsstat ion.  Bericht  liber  die  thatigkeit,  1901.  pp.  10.  8°.  n.  p., 

[1902]. 

Lund,  Sweden — Frokontrollanstalt.  Verksamhet  under  ar  1901.  pp.  16.  8°. 

Malmo,  1902. 

Montana — Agricultural  experiment  station.  8th  annual  report,  1900/01.  pp.  71. 
8°.  [Bozeman],  1902. 

Nebraska — Agricultural  experiment  station.  15th  annual  report,  1901.  il.  8°. 
Lincoln,  1902. 

New  York  (state)— Agricultural  experiment  station.  19th  annual  report,  1900.  8°. 

Albany,  1901. 

New  Zealand — Agriculture , Department  of.  Experimental  stations;  reports  for  the 
year  1901.  pp.  25.  il.  8°.  Wellington,  1902. 

Pommritz,  Agriculturchemische  versuchsstation  fur  die  kgl.  sachsische 
Oberlausitz  zu.  Bericht  iiber  die  thatigkeit,  1901.  pp.  [8].  4°.  n.  p.,  n.d. 

Skara  [Sweden] , Kemiska  station  och  frokontrollanstalt.  Berattelse  ofver 
verksamheten,  1901.  8°.  Skara,  1902. 

Switzerland — Samen-untersuchungs-  und  versuchs-anstalt  in  Zurich.  23tor  jahres- 
bericht.  pp.  45.  8°.  Zurich,  1901. 

Yorkshire  college  (Leeds)  and  the  East  and  West  Ridings  joint  agricultural 
council.  Garforth  experiments,  season  1899.  8°.  Leeds,  [1900]. 

4.  SOILS  AND  FERTILIZERS. 

Asociacion  salitrera  de  propaganda.  Circular  trimestral,  no.  27.  pp.  39-98. 
f°.  Iquique,  Chile,  1902. 

Bonn-Poppelsdorf,  Konigl.  landwirthschaftliche  akademie — Institut  fur 
bodenlehre  und  pflanzenbau.  Jahresbericht,  1901/02.  f°.  [Bonn,  1902]. 

Dokuchaev,  V.  V.  Russian  steppes;  study  of  the  soil  in  Russia,  its  past  and 
present,  pp.  61.  8°.  St.  Petersb.,  1893. 

Hilgard,  Eugene  Woldemar,  and  Loughridge,  R.  H.  Endurance  of  drought  in 
soils  of  the  arid  region,  pp.  27.  il.  8°.  n.  p.,  n.  d. 

Reprint  from  the  Report  of  the  Agricultural  experiment  station  of  the  University  of  California  .for  1897198. 

Indigo  improvements  syndicate.  [Experiments  to  ascertain  the  effect  of  va- 
rious artifical  manures  on  native  crops] . pp.  22.  8°.  n.  p.,  [1902]. 

Lucius  & Briining,  Hochst  am  Main.  Die  boden-impfung  fiir  leguminosen  mit 
reinkultivirten  bakterien.  pp.  32.  pi.  4.  8°.  Hochst  a.  W.,  1897. 

Mansholt,  D.  R.,  and  Mansholt,  IT.  J.  De  stiktstofvoeding  der  landbouwcul- 
tuurgewassen.  Ed.  4.  pp.  140.  il.  4°.  Dordrecht,  Morks  & Geuze,  1900. 

Pennsylvania — Agriculture,  Department  of.  Tabulated  analyses  of  commercial 
fertilizers  . . . Jan.  1-Dec.  31,  1901.  pp.  195.  8°.  [Harrisb.],  1902.  (Bulletin 

no.  89.) 

Stone,  George  E.  /Methods  and  results  of  soil  sterilization.  1 p.  f°.  n.  p., 
[1902]. 

Lecture  before  the  Massachusetts  horticultural  society,  Feb.  8, 1902. 

Westermann,  T.  Undersogelser  over  typer  of  Danske  j order,  pp.  47.  pi.  4°. 
Kobenhavn,  August  Bang,  1902. 

Udgivet  af  den  Kon  jelige  veter inter-  og  landbo-hojskole. 
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Wilfarth,  H.,  and  Wimmer,  G.  Die  wirkung  des  kaliums  auf  das  pflanzenleben, 
nach  vegetationsversuchen  mit  kartoffeln,  tabak,  buchweizen,  senf,  zichorien  und 
hafer.  pp.  106.  il.  8°.  Berk,  1902.  (Deutsche  landwirtschafts-gesellschaft. 
Arbeiten.  no.  68. ) 

5.  PLANT  DISEASES. 

Jahresbericht  liber  die  neuerungen  und  leistungen  auf  den  gebiete  des  pflanzen- 
schutzes;  herausgegeben  von  M.  Hollrung,  1900.  v.  3.  8°.  Berl.,  Paul  Parey,  1902. 

Kirchner,  Oskar.  Le  malattie  ed  i guasti  delle  piante  agrarie  coltivate  . . . 
versione  italiana  del  Carlo  Neppi.  pp.  873.  il.  8°.  Torino,  1901. 

Kiih.ii,  Julius.  Die  krankheiten  der  kulturgewiichse;  ihre  ursachen  und  ihre 
verhiitung.  Ed.  2.  pp.  312.  pi.  7.  8°.  Berk,  Gustav  Bosselman,  1859. 

Mosseri,  Victor.  Sur  TOrobanche  tinctoria  (Forsk.),  nouveau  parasite  oe  la 
betterave  a sucre  en  Egypte.  pp.  12.  8°.  Le  Caire,  1901. 

Communication  faite  a l’lnstitut  6gyptien  dans  la  seance  du  12  avril  1901. 

Tijdschrift  over  planten  ziekten,  [bi-monthly],  Mar.-Dee.  1901.  v.  7.  il.  8°. 
Gent,  J.  Vuylsteke,  1901. 

Edited  by  J.  Ritzema  Bos  and  G.  Staes. 

Zeitschrift  fur  parasitenkunde.  4 v.  il.  8°.  Jena,  1869-75. 

No  more  published. 

v.  1,  edited  by  E.  Hallier  and  F.  A.  Ziirn. 

v.  2-4,  edited  by  E.  Hallier. 

6.  FIELD  CROPS  AND  INDUSTRIAL  PLANTS. 

Bouchereau,  Alcee.  Statement  of  the  sugar  crop  made  in  Louisiana  in  1899-1900. 
v.  p.  8°.  New  Orleans,  1901. 

Crookes,  William.  AVheat  problem,  based  on  remarks  made  in  the  presidential 
address  to  the  British  association  at  Bristol  in  1898,  revised,  with  an  answer  to  various 
critics  . . . with  chapters  on  the  future  wheat  supply  of  the  United  States,  by 
C.  W.  Davis  . . . and  John  Hyde.  pp.  272.  12°.  N.  Y.,  G..P.  Putnam’s  sons, 

1900.  (Questions  of  the  day.) 

Farmer,  C.  La  culture  du  cotonnier.  pp.  375.  il.  12°.  Paris,  J.  Andre,  1901. 
(Notions  pratiques  de  cultures  coloniales. ) 

Guide  to  the  cultivation,  harvesting,  and  marketing  of  the  ginseng-plant,  with 
names  of  buyers;  also  a treatise  on  the  history,  botany,  and  uses.  pp.  52.  il.  16°. 
N.  Y.,  Crowell  & Kirkpatrick  co.,  1902. 

Guigon,  C.  A.  Le  the;  histoire,  cultures,  preparations,  pays  produeteurs,  impor- 
tations, statistiques  generates,  prix,  classifications  et  melanges,  pp.  251.  4°.  Paris, 

Augustin  Challamel,  1901.  (Manuel  du  produeteur  et  del’importateur. ) 

Horsin-Deon,  Paul.  La  suererie  a V Exposition  universelle  de  1900.  pp.  162.  il. 
4°.  Paris,  E.  Bernard  & cie.,  1902. 

India — Mysore — Agriculture,  Department  of.  Bulletin  no.  2.  pp.  12.  8°.  Banga- 

lore, 1902. 

Contents: — Notes  on  coffee  cultivation,  by  A.  Lehmann. 

Indigo  improvements  syndicate.  Indigo  report,  1901.  8°.  n.  p.,  [1902]. 

Indigo  improvements  syndicate.  Note  on  Rhea.  1 p.  f°.  n.  p.,  [1901]. 

Indigo  improvements  syndicate.  Sugar-cane  report,  season  1901.  8°.  [Dal- 

sing  Serai,  1902]. 

Kansas — Agriculture,  State  board  of.  Kansas  wheat-growing,  pp.  197.  il.  8°. 
Topeka,  1902.  (In  its  Report  for  the  quarter  ending  March,  1902,  v.  21,  no.  81,  pp. 
1-197.) 

Paasche,  Hermann.  Zuckerindustrie  und  zuckerhandel  der  welt.  pp.  442.  8°. 

Jena,  Gustav  Fischer,  1891. 


10 


ACCESSIONS  TO  THE  DEPARTMENT  LIBRARY. 


Penn,  W.  A.  The  soverane  herbe;  a history  of  tobacco,  pp.  326.  pi.  8°. 
N.  Y.,  E.  P.  Dntton  & co.,  1901. 

Saunders,  William.  Cereals  and  root  crops;  evidence  of  William  Saunders  before 
the  Select  standing  committee  on  agriculture  and  colonization,  1902.  pp.  62.  4°. 

Ottawa,  1902. 

Printed  as  . . . advance  sheets  of  the  Committee’s  final  report. 

Schiller,  August.  Der  chinesische  thee  und  seine  verf ill schungen.  pp.  24.  1 pi. 

4°.  Ansbach,  1881. 

Inaugural-dissertation  . . . Erlangen. 

Warburg,  Otto.  Les  plantes  a caoutchouc  et  l'eur  culture;  traduction  completee 
et  annotee  par  J.  Vilbouchevitch.  pp.  307.  il.  8°.  Paris,  1902. 

7.  HORTICULTURE  AND  LANDSCAPE  GARDENING. 

American  florist  co.  Directory  of  florists,  nurserymen,  and  seedsmen  of  the 
United  States  and  Canada.  Ed.  10.  pp.  416.  12°.  Chicago,  American  florist  co., 

1902. 

Brookshaw,  George.  Pomona  Britannica;  or,  A collection  of  the  most  esteemed 
fruits  at  present  cultivated  in  Great  Britain.  2 v.  pi.  60.  f°.  Lond.,  Bensley  & 

son,  1817. 

Budd,  Joseph  L.,  and  Hansen,  N.  E.  American  horticultural  manual,  pt.  1. 
Ed.  1.  pp.  417.  il.  12°.  N.  Y.,  J.  Wiley  & sons,  1902. 

Contents: — pt.  1.  Comprising  the  leading  principles  and  practices  connected  with  the  propagation, 
culture,  and  improvement  of  fruits,  nuts,  ornamental  trees,  shrubs,  and  plants  in  the  United  States 
and  Canada. 

Columbus  (Ohio)  horticultural  society.  Annual  report,  1901.  il.  8°.  Colum- 
bus, 1901. 

Includes  v.  16  of  the  Journal  of  the  societv. 

Goff,  Emmett  Stull.  Lessons  in  commercial  fruit  growing;  a text-book  for  begin- 
ners. pp.  221.  il.  12°.  Madison,  Wis.,  University  co-operative  association,  1902. 

Illustriertes  gartenbau-lexikon  (begrtindet  von  Th.  Rumpler);  dritte,  neubear- 
beitete  auflage  . . . herausgegeben  von  L.  Wittmack.  pp.  936.  il.  8°.  Berk, 
Paul  Parey,  1902. 

Lindley,  John.  Pomologia  Britantica;  or,  Figures  and  descriptions  of  the  most 
important  varieties  of  fruit  cultivated  in  Great  Britain.  3 v.  pi.  152.  8°.  Lond., 

Henry  G.  Bohn,  1841. 

Lindley,  John,  and  Paxton,  Joseph.  Paxton’s  flotver  garden.  3 v.  pi.  4°. 
Lond.,  1850-53. 

London,  Horticultural  society  of.  Catalogue  of  the  fruits  cultivated  in  the 
garden  of  the  Horticultural  society  of  London.  Ed.  3.  pp.  181.  8°.  Lond.,  Society, 
1842. 

Supplement  to  the  3d  edition  of  the  Catalogue  of  fruits,  pp.  27.  8°.  [Lond., 

1853]. 

Reprinted  from  Journal  of  the  Horticult  ural  society  of  London,  v.  8,  pp.  243-269. 

Missouri,  State  horticultural  society  of.  44th  annual  report,  1901.  pp.  407. 
pi.  8°.  Jefferson  City,  1902. 

Morren,  Edouard.  Histoire  et  bibliographie  de  la  botanique  horticole  en  Bel- 
gique au  19c  siecle.  pp.  21.  8°.  Gand,  C.  Annoot-Braeckman,  1876. 

Extrait  de  la  Belgique  horticole,  1876,  p.  235. 

New  Jersey  state  horticultural  society.  Proceedings  at  its  27th  annual  ses- 
sion, held  at  Trenton,  N.  J.,  Jan.  8-9,  1902.  pp.  181.  il.  8°.  n.  p.,  [1902]. 

New  Zealand  horticultural  and  fruit-growers’  conference.  [Report],  1901. 
pp.  199.  8°.  Wellington,  1901. 
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Novik,  Peter.  Havedyrkningen  i Xorges  nordlige  egne  for  og  nu.  pp.  31.  8°. 

Christiania,  Gr0ndahl  & S0ns,  1902. 

Bilag  til  Norsk  havetidende,  1902.  no.  1. 

Ontario — Fruit  experiment  stations.  6th  annual  report,  1901.  pp.  63.  il.  8°. 
Toronto,  1902. 

Ontario,  Fruit  growers’  association  of.  33d  annual  report,  1901.  pp.  167. 
8°.  Toronto,  1902. 

Peoria,  III. — Pleasure  driveway  and  park  district , Board  of  trustees  of  the.  7th  annual 
report,  1900,01.  il.  8°.  Peoria,  [1901]. 

Revue  de  l’horticulture  beige  et  etrangere,  [monthly],  1885-1901.  v.  11-27.  il. 
8°.  Gand,  Bureau  de  la  Revue,  [1885]-1901. 

Previous  volumes  already  in  Library. 

Revue  de  viticulture;  organe  de  l’agriculture  des  regions  viticoles,  [weekly],  Dec. 
23,  1893-Dec.  29,  1900.  v.  1-14.  il.  8°.  Paris,  1894-1900. 

Success  with  flowers,  [monthly],  Oct.  1890-Sept.  1901.  v.  1-11.  il.  8°.  West 
Grove,  Pa.,  Dingee  & Conard  co.,  1890-1901. 

Swanley,  Kent  (Eng.),  Horticultural  college.  Report,  1901.  8°.  n.  p.,  [1901]. 

Swanley,  Kent  (Eng.),  Horticultural  college.  Syllabus  of  work,  1901.  pp.  12. 
8°.  n.  p.,  [1901]. 

Thomas,  H.  H.  Book  of  the  apple,  by  H.  H.  Thomas;  together  with  chapters  on 
the  history  and  cookery  of  the  apple  and  on  the  preparation  of  cider,  by  the  editor, 
pp.  112.  il.  12°.  N.  Y.,  John  Lane,  1902.  (Handbooks  of  practical  gardening, 
v.  6.) 

Thompson,  Robert.  Gardener’s  assistant;  practical  and  scientific  . . . new  edi- 
tion, revised  and  entirely  remodeled  under  the  direction  and  general  editorship  of 
William  Watson,  v.  5.  il.  pi.  4°.  Lond.,  Gresham  publishing  co.,  1902. 

Versailles,  Ecole  nationale  d’ horticulture  de.  Programme  des  conditions 
d’ admissions.  8°.  Paris,  1900. 

Ward,  H.  W.  Book  of  the  grape  . . . together  with  a chapter  on  the  decorative 
value  of  the  vine,  by  the  editor,  pp.  97.  il.  12°.  Lond.,  John  Lane,  1901. 
(Handbooks  of  practical  gardening;  edited  by  Harry  Roberts,  v.  3.) 

Western  New  York  horticultural  society.  Proceedings  of  the  47th  annual 
meeting  . . . Jan.  22-23,  1902.  pp.  144.  8°.  Rochester,  N.  Y.,  Democrat  and 

Chronicle  press,  1902. 

8.  FORESTRY. 

Brown,  John  P.  Evidences  of  climatic  change  found  in  ancient  forests,  pp.  24. 
24°.  n.  p.,  [1901]. 

Brown,  John  P.  The  forests  of  Indiana,  the  reliance  of  her  manufactories,  pp. 
11.  24°.  Connersville,  Ind.,  [1900]. 

Connecticut  forestry  association.  The  outlook  in  1902.  pp.  [4].  4°.  n.  p., 

1902.  (Leaflet  ser.  no.  3.) 

Cooper,  James  G.  Forests  and  trees  of  northern  America,  as  connected  with 
climate  and  agriculture,  pp.  [30].  8°.  Hoboken,  n.  d. 

Finska  forstfbreningen.  Meddelanden.  v.  15.  pp.  208.  il.  map.  8°.  Hel- 
singfors, 1899. 

Fox,  William  F.  Forestry  as  related  to  the  maple  sugar  industry,  pp.  [4].  8°. 

n.  p.,  [1902], 

Gale,  L.  D.  On  the  oaks  of  the  District  of  Columbia,  pp..  [16].  1 pi.  8°. 

Wash.,  1855.  (National  institute,  Wash.,  D.  C.  Proceedings,  n.  s.,  v.  1.  pp. 
67-82.) 
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Gifford,  John.  Practical  forestry  for  beginners  in  forestry,  agricultural  students, 
woodland  owners,  and  others  desiring  a general  knowledge  of  the  nature  of  the  art. 
pp.  273.  il.  pi.  map.  12°.  N.  Y.,  D.  Appleton  & co.,  1902. 

India — Andaman  islands — Forest  department.  Progress  report  of  forest  administra- 
tion in  the  Andamans  for  1900/01.  pp.  26.  f °.  Calcutta,  1901. 

India — Assam — Forest  department.  Progress  report  of  forest  administration  in 
. . . Assam,  for  . . . 1900/01.  pp.  63.  map.  f°.  Shillong,  1901. 

India — Baluchistan — Forest  department.  Progress  report  of  forest  administration 
in  Baluchistan  for  1900/01.  f°.  Calcutta,  1902. 

India — Bengal — Forest  surveys , Superintendent  of.  Progress  report  of  the  forest 
surveys,  Bengal  Presidency,  for  1900/01.  map.  f °.  Calcutta,  1900/01. 

India — Burma — Forest  department.  Reports  on  forest  administration  in  Burma 
. . . 1900/01.  f°.  Rangoon,  1902. 

India — Coorg — Forest  department.  Progress  report  of  forest  administration  in 
Coorg  for  1900/01.  f°.  Bangalore,  1902. 

India — Forest  department.  Review  of  forest  administration  in  British  India  for 
the  year  1899/1900.  f°.  Calcutta,  1902. 

India — Imperial  forest  school,  Delira  Dun.  Progress  report  for  1900/01.  f°.  Cal- 

cutta, 1901. 

India — Madras  Presidency — Forest  department.  Annual  administration  report, 
1900/01.  f°.  Madras,  1901. 

India — Northwestern  Provinces  and  Oudh — Forest  department.  Annual  progress 
report  of  administration,  1900/01.  f°.  Allahabad,  1901. 

International  society  of  arboriculture.  Bulletin,  no.  1.  24°.  n.  p.,  1901. 

Contents: — Catalpa  speciosa,  1901. 

Lavallee,  Alphonse.  Arboretum  Segrezianum;  enumeration  des  arbres  et 
arbrisseaux  cultives  a Segrez  (Seine-et-Oise).  pp.  319.  8°.  Paris,  J.  B.  Bailliere 

& fils,  1877. 

Massachusetts  forestry  association.  Register,  1901-02.  24°.  Boston  & 

Winchester,  1901-02. 

New  Hampshire — Forestry  commission.  Report,  1893-1900.  maps.  8°.  Con- 
cord, 1893-1901. 

New  York  (state) — Forest,  fish,  and  game  commission.  List  of  lands  in  the  forest 
preserve,  1901.  pp.  367.  8°.  Albany,  1901. 

Supplement  to  the  6th  annual  report  oMhe  Commission. 

New  York  (state) — Forest  preserve  hoard.  4th  annual  report,  1900.  pp.  140.  pi. 
8°.  Albany,  1901. 

New  York  state  college  of  forestry,  Cornell  university.  Twelve  theses  on  college 
forest  management,  and  brief  statement  of  results,  pp.  4.  12°.  n.  p.,  [1902]. 

Pennsylvania — Forestry , Department  of.  Pennsylvania  laws  relating  to  the 
Department  of  forestry,  forestry  reservations,  timber  lands,  roadside  trees  . . . 1901. 
pp.  26.  8°.  [Harrisb.],  1901. 

Schlesischer  forstverein.  Jahrbuch  fiir  1901.  pp.  320  + 13  -f-  40.  maps.  8°. 
Breslau,  1902. 

Sessions,  William  R.  Massachusetts  forestry;  essay  read  at  the  annual  meeting 
of  the  Massachusetts  state  board  of  agriculture  . . . 1902.  pp.  11.  8°.  n.  p.,  [1902]. 

From  the  4 9th  annual  report  of  the  Massachusetts  state  hoard  of  agriculture. 

Wirt,  George  H.  Propagation  of  forest  trees  having  commercial  value  and 
adapted  to  Pennsylvania  . . . published  by  the  Pennsylvania  Department  of  for- 
estry, 1902.  pp.  38.  8°.  [Harrisb.],  1902. 
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9.  DOMESTIC  ANIMALS. 

American  Berkshire  association.  American  Berkshire  record,  v.  14-18.  pi. 
8°.  Springfield,  111.,  1896-1901. 

American  Chester-white  record  association.  American  Chester-white  record, 
v.  6-7.  8°.  Dayton,  O.,  1899-1900. 

American  Clydesdale  association.  American  Clydesdale  studbook,  v.  9-10. 
il.  8°,  Bloomington,  111.,  1901. 

American  Duroc- J ersey  swine  breeders’  association.  American  Duroc- Jersey 
record,  v.  5-11.  il.  8°.  Shelby ville,  Ind.,  etc.,  1895-1901. 

American  Guernsey  cattle  club.  Herd  register  and  breeders’  journal;  pub- 
lished quarterly,  Apr.  1902.  v.  12,  pt.  50.  il.  ob.  16°.  Peterboro,  N.  H.,  1902. 

American  kennel  club.  Studbook,  official,  1901.  v.  18.  pp.  1163.  12°. 

N.  Y.,  [ c 1902]. 

American  short-horn  breeders’  association.  American  short-horn  herd  book, 
containing  pedigrees  of  animals  calved  before  Oct.  31,  1901.  v.  50.  pp.  1134.  8°. 

Springfield,  111.,  1902. 

Bach,  F.  W.  How  to  judge  a horse;  a concise  treatise  as  to  its  qualities  and 
soundness,  pp.  180.  il.  pi.  12°.  N.  Y.,  William  R.  Jenkins,  [c1893]. 

Bruce,  Sanders  D.  Thoroughbred  horse,  his  origin,  how  to  breed  and  how  select 
him,  with  the  Horse  breeders’  guide,  pp.  316.  8°.  N.  Y.,  1892. 

Canterbury  [iV.  Z]  agricultural  and  pastoral  association.  New  Zealand 
herd  book  of  breeds  of  cattle  other  than  short-horns,  v.  3-4.  8°.  Christchurch, 

N.  Z.,  1895- [99]. 

Canterbury  [Ar.  Z]  agricultural  and  pastoral  association.  New  Zealand 
herd  book  of  short-horned  cattle,  n.  s.,  v.  2-3.  8°.  Christchurch  [N.  Z. ] , 1893-97. 

Canterbury  [Y.  Z]  agricultural  and  pastoral  association.  New  Zealand 
stud  book  of  draught  horses,  n.  s.,  v.  1-2.  pp.  45  + 275.  8°.  Christchurch,  1901. 

n.  s.,  v.  1,  reprinted,  paged  continuously. 

Clewette,  Frank  B.  _ Poultry  west  of  the  Rockies,  pp.  123.  il.  12°.  Los 
Angeles,  Cal.,  Author,  1902. 

Day,  William.  The  horse,  how  to  breed  and  rear  him.  Ed.  2.  pp.  453.  8°. 

Lond.,  Richard  Bentley  & son,  1890. 

Dettweiler,  Friedrich.  Die  deutsche  ziege.  pp.  207.  il.  8°.  Berl.,  1902. 
(Deutsche  landwirtschafts-gesellschaft.  Arbeiten.  no.  69.) 

Devon  cattle  breeders’  society.  Davy’s  Devon  herd  book  . . . with  supple- 
ment for  1901.  v.  25.  pp.  284.  8°.  Exeter  [Eng.],  1902. 

Field  dog  stud  book;  an  authentic  register  of  names,  colors,  ages,  pedigrees,  sex, 
winnings,  and  owners  of  field  dogs  on  the  American  continent,  v.  1.  il.  12°. 
Chicago,  American  field  publishing  co.,  1901. 

Galloway  cattle  society.  Galloway  herd  book.  v.  22.  8°.  Dumfries,  1902. 

Georgia,  Southern  central  agricultural  association  of.  Report  on  Asiatic 
goats,  pp.  16.  8°.  n.  p.,  1857. 

John  Bachman,  chairman  of  committee. 

Hampshire  Down  sheep  breeders’  association.  Hampshire  Down  flock-book, 
v.  13.  8°.  Salisbury,  1902. 

Hilpert,  Felix.  Anleitung  zur  ziegenzucht  und  ziegenhaltung,  mit  berucksich- 
tigung  der  schweizer  ziegen.  Ed.  4 enl.  pp.  40.  il.  8°.  Berl.,  Paul  Parey,  1901. 

Huart  du  Plessis,  — . La  chevre,  races,  elevage,  maladies,  produits  de  la 
chevrerie.  Ed.  4.  pp.  159.  il.  12°.  Paris,  Librairie  agricole  de  la  Maison  rustique, 
n.  d.  (Bibliotheque  du  cultivateur.  1 
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Hunt,  Thomas  F.  The  outlook  for  the  live  stock  industry  in  Ohio.  pp.  8.  8°. 

Columbus,  1901.  (University  bulletins,  ser.  5,  no.  15.) 

Excerpt  from  the  proceedings  of  the  56th  annual  state  agricultural  convention. 

Huntington,  H.  W.  The  show  dog  . . . with  mode  of  treatment  . . . both  in 
health  and  sickness,  pp.  212.  il.  8°.  Providence,  Author,  1901. 

International  conference  of  sheep  breeders  at  York,  1900.  Report  of  the 
proceedings,  pp.  12.  8°.  Lond.,  National  sheep  breeders’  association  of  England, 

n,  d. 

Interstate  association  of  live  stock  sanitary  boards.  Proceedings  of  the  3d 
annual  meeting,  1899.  pp.  49.  8°.  n.  p.,  n.  d. 

Klopfer,  E.  Die  emahrung  und  haltung  der  ziege  als  milchtier  des  kleinen 
mannes.  Ed.  5.  pp.  76.  8°.  Essen,  G.  D.  Baedeker,  1899. 

Knight,  L.  W.  Breeding  and  rearing  of  jacks,  jennets,  and  mules,  pp.  111. 
il.  12°.  Nashville,  Tenn.,  1902. 

Ldbe,  William.  Die  ziegen- und  kaninchenzucht.  pp.  80.  12°.  Berl.,  E.  Schotte 
& Voigt,  1875.  (Bibliothek  des  landwirths. ) 

MacDonald,  Duncan  George  Forbes.  Cattle,  sheep,  and  deer;  containing  also 
remarks  on  the  game  laws  and  grouse  moors.  Ed.  5.  pp.  745+91.  1 pi.  8°. 

Lond.,  Steel  & Jones,  1872. 

Massachusetts — Cattle  commissioners , Board  of.  Annual  report,  1901.  pp.  97. 
8°.  Boston,  1902. 

National  Duroc- Jersey  record  association.  National  Duroc-Jersey  record, 
v.  3-7.  8°.  El  Paso,  111.,  1897-[c  19011. 

National  pig  breeders’  association.  Herd-book.  v.  18.  8°.  Ruddington 

nr.  Nottingham,  1902. 

New  Zealand — Agriculture , Department  of.  Reports  of  inspectors  of  stock,  1900/01. 
pp.  92.  il.  8°.  Wellington,  1902. 

Obst,  J.  G.  Rind,  schaf,  ziege  und  schwein,  die  unentbehrlichsten  haustiere 
des  kleinen  landmannes,  praktische  winke  fiber  aufzucht,  pflege,  vorteilhafteste 
fiitterung  und  gewinnbringendste  verwendung.  pp.  41.  12°.  Leipz.,  Ernst’sche 

verlagsbuchhandlung,  n.  d. 

Ohio  Poland-China  record  company.  Ohio  Poland-China  record,  v.  3-12, 
21-23.  8°.  Dayton  & Hamilton,  Ohio,  1881-90,  1899-1901. 

v.  13-20  in  Library. 

Ontario — Live  stock,  Registrar  of.  Report,  1901.  8°.  Toronto,  1902. 

Ontario,  Poultry  associations  of  the  province  of.  Annual  reports,  1901.  pp. 
72.  8°.  Toronto,  1902. 

Petersen,  Peter.  Die  ziegenzucht  in  Deutschland,  ihre  mangel  und  mittel  zu 
ihrer  hebung.  pp.  78.  8°.  Berl.,  Deutscher  dorfschriftenverlag,  1899. 

Powell,  Willis  J.  Tachvhippodamia;  or,  Art  of  quieting  wild  horses  in  a few 
hours  . . . to  which  are  added  many  useful  instructions  concerning  horses  . . . in 
French,  Spanish,  and  English,  pp.  142.  8°.  New  Orleans,  Observer  office,  1838. 

Renesse,  A.  von.  Die  ziegenzucht,  krankheiten  der  ziegen,  deren  heilung  und 
verhi'itung.  pp.  38.  il.  8°.  Munster  i.  W.,  Yerlag  der  Theissing’schen  buch- 
handlung,  1901. 

Rice,  Elmer  Cook.  Robinson  method  of  breeding  squabs;  a full  account  of  the 
new  methods  and  secrets  of  the  most  successful  handler  of  pigeons  in  America  . . . 
Ed.  2,  rev.  pp.  79.  il.  8°.  Boston,  Plymoth  Rock  squab  co.,  1902. 

Sewell,  Franklane  L.,  and  Tilson,  Mrs.  Ida  E.  Poultry  herald  manual;  a guide 
to  successful  poultry  keeping,  pp.  168.  il.  12°.  St.  Paul,  Webb  publishing  co., 
c1898. 
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Shaler,  Nathaniel  Southgate.  Domesticated  animals;  their  relation  to  man  and 
to  his  advancement  in  civilization,  pp.  267.  il.  8°.  New  York,  C.  Scribner’s 
sons,  1895. 

Standard  horse  and  stock  book  and  farmer’s  practical  guide  . . . edited  and 
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map.  8°.  Columbus,  [1901]. 

San  Francisco — Health , Board  of.  Biennial  report  of  the  Board  of  health  of  the 
city  and  county  of  San  Francisco,  1898/99  and  1899/1900.  8°.  San  Fran.,  1901. 

Sassari  [ Italy ],  Regia  universita  degli  studi  di.  Studi  Sassaresi;  sez.  2. 
atnno  2,  fasc.  1.  8°.  Sassari,  1902. 

Societa  per  gli  studi  della  malaria.  Atti.  v.  3.  pp.  656.  il.  4°.  Roma, 
1902. 

Zuntz,  Nathan,  and  Schumburg.  Studien  zu  einer  pbysiologie  des  marsches. 
pp.  361.  il.  8°.  Berl.,  August  Hirschwald,  1901.  (Bibliothek  von  Coler  . . . 
herausgegebdn  von  0.  Schjerning.  v.  6. ) 

17.  NATURAL  HISTORY. 

Academia  Caesarea  Leopoldino-Carolina  G-ermanica  naturae  curiosorum. 

Nova  acta.  v.  79.  f°.  Halle,  1901. 

American  museum  of  natural  history,  N.  Y.  city.  Annual  report,  1901.  il. 
8°.  N.  Y.,  1902. 

American  museum  of  natural  history.  Memoirs,  v.  4,  no.  3;  v.  5,  no.  1; 
v.  7,  no.  2.  il.  f°.  n.  p.,  1902. 

Basel  [ Switz. ] , Naturforschende  gesellschaft  in.  Yerhandlungen.  v.  13, 
no.  3.  il.  8°.  Basel,  1902. 

Bates,  Henry  Walter.  Naturalist  on  the  river  Amazons.  2 v.  il.  12°.  Bond., 
John  Murray,  1863. 

Bautzen  [Ger.],  Naturwissenschaftliche  gesellschaft  Isis  zu.  Sitzungs- 
berichte  und  abhandlungen,  1898-1901.  pi.  8°.  Bautzen,  1902. 

Bechstein,  Johann  Matthaus.  Gemeinnutzige  naturgeschichte  Deutsch lands  nach 
alien  drey  reichen;  ein  handbuch  zur  deutlichern  und  vollstiindigern  selbstbelehrung 
besonders  fur  forstmiinner,  jugendlehrer  und  oekonomen.  Ed.  2 rev.  & enl.  4 v. 
in  8.  pi.  8°.  Leipz.,  Siegfried  Lebrecht  Crusius;  Fr.  Chr.  Wilh.  Vogel,  1801-09. 

Contents: — v.  1.  Saugethiere.— v.  2-4.  Vogel. 

Berlin,  Gesellschaft  naturforschender  freunde  zu.  Sitzungs-berichte,  1901. 
8°.  Berl.,  1901. 

Bern,  Naturforschende  gesellschaft  in.  Mittheilungen  aus  dem  jahre  1900. 
no.  1478-1499.  il.  8°.  Bern,  1901. 

Cuvier,  George  Chretien  Leopold  Frederic  Dagobert,  Baron.  Rapport  historique 
sur  les  progres  des  sciences  naturelles  depuis  1789,  et  sur  leur  etat  actuel.  pp.  395. 
8°.  Paris,  L’imprimerie  imperiale,  1810. 
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Dresden  [_Ger.~\,  Naturwissenschaftliche  gesellschaft  Isis  in.  Denkschriften; 
festgabe  zur  feier  ihres  fiinfundzwanzigjahrigen  bestehens;  redigirt  von  A.  Drechsler. 
pp.  123.  il.  8°.  Dresden,  1860. 

Hamburg*,  Naturwissensch.aftlich.er  verein  in.  Yerhandlungen,  1901.  ser.  3, 
no.  9.  8°.  Hamburg,  1902. 

Kruger,  Johann  Friedrich.  Handbuch  der  naturgeschichte  fiir  schulen  und  zum 
selbstunterricht.  2 v.  pi.  8°.  Quedlinburg  & Leipz.,  Gottfr.  Basse,  1832-35. 

Contents: — v.  1.  Das  thierreich. — v.  2.  Das  pflanzenreich. 

La  Murithienne;  societe  valaisanne  des  sciences  naturelles,  Sion,  Valais , 
Suisse.  Bulletin,  1900-01.  fase.  29-30.  8°.  Bex,  1901. 

“Lotos,”  Deutscher  naturwissenschaftlich-medicinischer  verein  fiir  Boh- 
men,  in  Prag.  Abhandlungen.  v.  2,  pt.  3-4.  il.  f°.  Brag,  1901. 

“ Lotos,”  Deutscher  naturwissenschaftlich-medicinischer  verein  fiir  Boh- 
men,  in  Prag.  Sitzungsberichte,  1900.  v.  48.  (n.  s.,  v.  20.)  il.  8°.  Prag 

1900. 

Meissen  \_Ger.~\,  Naturwissenschaftliche  gesellschaft  Isis  in.  Mittheilun- 
gen  aus  den  sitzungen  des  vereinsjahres  1901/02.  pp.  65.  8°.  Meissen,  C.  E.  Klin- 

kicht  & sohn,  [1902]. 

St.  Galiische  naturwissenschaftliche  gesellschaft.  Bericht  iiber  die  thatig- 
keit  wahrend  des  vereinsjahres  1899/1900.  il.  maps.  8°.  St.  Gallen,  1901. 

Societe  fribourgeoise  des  sciences  naturelles.  Bulletin;  compte-rendu, 
1900/01.  v.  9.  8°.  Fribourg,  1901. 

Valparaiso,  Museo  de  historia  natural  de.  El  museo  . . . durante  el  ano 
de  1901.  pp.  16.  8°.  Valparaiso,  Imp.  Gillet,  1902. 

Carlos  E.  Porter,  director. 

Zetetes,  pseud.  On  nomenclature,  pp.  [11].  8°.  [Lond.,  1837]. 

From  Magazine  of  natural  history,  v.  1,  1837.  pp.  421-431. 

18.  PALEONTOLOGY  AND  GEOLOGY. 

Bordage,  Edmond.  Note  sur  la  ca verne  Magdalenienne  du  Gros-Roc  du  Douhet. 
pp.  11.  8°.  La  Rochelle,  Noel  Texier,  1890. 

Publication  de  la  Society  des  archives  historiques  de  la  Saintonge  et  de  1' A unis. 

Brigham,  Albert  Perry.  Text-book  of  geology,  pp.477.  il.  12°.  N.  Y.,  Apple- 
ton  & co.,  1901.  (Twentieth  century  text- books. ) 

Brown,  Samuel  B.  Bibliography  of  works  upon  the  geology  and  natural  resources 
of  West  Virginia,  from  1764  to  1901,  and  also  a cartography  of  West  Virginia  from 
1737  to  1901.  pp.  85.  8°.  Morgantown,  W.  Va.,  Acme  pub.  co.,  1901.  (West  Vir- 

ginia— Geological  survey.  Bulletin  no.  1.) 

Delacroix,  Emile.  Geologie;  notice  sur  les  sources  et  les  cavernes  et  en  parti- 
culier  sur  quelques  sources  du  departement  du  Doubs.  pp.  35.  4°.  Pans,  1847. 

Garrigou,  Joseph  Louis  Felix.  La  verite  sur  les  objets  de  l’age  de  la  pierre  polie 
des  cavernes  de  Tarascon  (Ariege),  exposes  sous  le  nom  de  M.  Filhol,  pere.  pp.  18. 
8°.  Paris,  E.  Martinet,  1867. 

Hereus,  C.  G.  Lacavernede  Ratelstein  en  Styrie;  parC.  G.  Hereus  (1720) . pp. 
[9].  8°.  Rennes,  Fr.  Simon,  1899. 

Extrait  du  Bulletin  de  la  Societe  de  speleologie. 

Hungary — Konigl.  ungar.  geologische  anstalt.  Jaliresbericht  fiir  1899.  pp.  164. 
il.  4°.  Budapest,  1901. 

Ubertragungaus  dem  ungarischen  original. 
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Lartet,  Edouard,  and  Christy,  Henry.  Note  sur  de  nouvelles  observations  rela- 
latives  a l’existence  de  l’homme  dans  le  centre  de  la  France  a une  epoque  oil  cette 
contrt  e ctait  habitee  par  le  renne  et  d’autres  animaux  qui  n’y  vivent  pas  de  nos  jours, 
pp.  [9].  8°.  [Paris,  1864]. 

From  An ualts  ties  sciences  naturelles , v.  1 (Zool.),  pp.  232-240. 

Marty,  Gustave.  La  eaverne  de  Montlaur  on  de  l’Herm,  Ariege.  pp.  57.  1 map. 

8°.  Toulouse,  1883. 

Maryland — Geological  survey.  [Report.]  v.  4.  pp.  524.  il.  pi.  4°.  Balto., 

Johns  Hopkins  press,  1902. 

Contains  2d  report  on  highways  of  Maryland,  pp.  97-201. 

Milne-Edwards,  Henri,  and  Lartet,  Edouard.  Remarques  et  quelques  resultats 
des  fouilles  faites  dans  la  eaverne  de  Bruniquel.  pp.  [3].  8°.  [Paris,  1864]. 

From  Annalcs  ties  sciences  naturelles , v.  1,  1864  (zool.),  pp.  229-231. 

New  Jersey — Geological  survey.  Annual  report,  1867,  1879,  1882.  pi.  maps.  8°. 
Trenton, 1868-82. 

Rames,  J.  B.  Encore  un  mot  sur  la  eaverne  de  1’Herm.  pp.  12.  8°.  Paris, 

F.  Savy,«1863. 

R£ponse  a la  note  de  M.  l’abb<$  Pouech  sur  la  grotte  ossifere  de  l’Herm. 

South  African  Republic — Geological  survey,  Department  of  the.  Annual  report, 

1898.  pp.  46.  maps.  f°.  Pretoria,  1902. 

West  Virginia — Geological  survey.  [Report.]  v.  1.  maps.  8°.  Morgantown, 

1899. 

19.  BIOLOGY. 

Butschli,  Otto.  Untersuchungen  fiber  mikroskopische  schiiume  und  das  proto- 
plasma. pp.  234.  il.  pi.  4°.  Leipz.,  Wilhelm  Engelmann,  1892. 

La  cellule,  recueil  de  cytologie  et  d’histologie  generate.  v.  18,  fast*.  2;  v.  19, 
fasc.  1.  pi.  4°.  Lierre,  Typ.  de  Joseph  van  In  & cie.,  1901. 

Gorig,  August.  Ueber  das  vorkommen  von  bildungs-  und  lagerungs-anomalien 
an  den  nieren  und  der  leben  der  schlachttiere.  pp.  50.  8°.  Karlsruhe,  1900. 

Inaugural-dissertation. 

Bibliography. 

Roux,  Wilhelm.  Uber  die  selbstregulation  der  lebewesen.  pp.  [41].  <S°. 

Leipz.,  Wilhelm  Engelmann,  1902. 

Sonderabdruck  aus  dem  Archiv  fur  entwickelunt/smcchanik  tier  organismen.  bd.  13,  heft  4.  pp., 
610-650. 

Royal  society  of  London.  Reports  to  the  evolution  committee,  no.  1.  pp. 
160.  8°.  Bond.,  1902. 

Contents: — no.  1.  Experiments  undertaken  by  \V.  Bateson  and  Miss  E.  R.  Saunders. 

Toronto,  University  of.  Studies,  biological  series,  no.  2.  pp.  39.  pi.  4°. 
[Toronto],  University  library,  1902. 

Contents: — Anatomy  cf  the  Osmundaoete,  by  J.  H.  Faull. 

20.  BOTANY. 

Acloque,  A.  Les  champignons  an  point  de  vue  biologique,  economique  et  taxo- 
nomique.  pp.  327.  il.  12°.  Paris,  Bailliere  & fils,  n.  d.  (Petite  bibliotheque 
scientifique. ) 

Bailey,  Liberty  Hyde.  Talks  afield  about  plants  and  the  science  of  plants,  pp. 
173.  il.  12°.  Boston,  Houghton,  Mifflin  & co.,  1896. 
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Blume,  Karl  Ludwig,  and  Fischer,  J.  B.  Flora  Java?  nec  non  insularum  adja- 
centium.  f°.  Bruxellis,  J.  Frank,  1828-1829? 

Consists  of  text  and  plates  as  follows,  each  family  having  separate  pagination  and  plate  numbers: 
Anonacese.  pp.  108.  pi.  53—  Balsamifluae.  pp.  12.  pi.  2.— Chloranthacese.  pp.  46.  pi.  24.— Diptero- 
carpese.  pp.  24.  pi.  6.— Ericacese.  pi.  l-7c,  9,  13-15,  19-20,  23-24  (incompl.?).— Filices.  pp.  1-196.  pi. 
1-96  (incompl.?). — Juglandese.  pp.  16.  pi.  5.— Loranthacese.  pp.  1-40.  pi.  1-32  (incompl.?).— Mag- 
noliacese.  pp.  40.  pi.  12.— Myriceae.  pp.  8.  1 pi.—  Rhizantheae.  pp.  26.  pi.  6.— Schizandreae.  pp. 
18.  pi.  5. 

Nova  series,  v.  1,  fasc.  1-12.  pp.  162.  pi.  66.  f°.  Lugduni  Bata- 

vorum,  Author,  1858. 

Contents: — v.  1,  fasc.  1-12.  Orchideae. 

* Botanisch.es  centralblatt;  referirendes  organ  fur  das  gesammtgebiet  der  botanik 
des  in-  und  auslandes,  1880-1888.  v.  1-36.  8°.  Cassel,  1880-1888. 

Completes  set  in  Library,  with  the  exception  of  Beihefte  2-4. 

Braithwaite,  Robert.  British  moss-flora,  pt.  20.  pi.  4°.  Lond.,  1902. 

Contents:— Fam.  19.— Hypnaceae  5. 

Bubani,  Pietro.  Flora  Pyrenaea  per  ordines  naturales  gradatim  digesta;  opus 
posthumum  editum  curante  O.  Penzig.  4 v.  4°.  Mediolani,  Ulricus  Hoeplius, 
1897-1901. 

Cape  of  Good  Hope — Agriculture , Department  of — Government  botanist  and  curator 
of  the  government  herbarium.  Report,  1901.  pp.  11.  8°.  Cape  Town,  W.  A.  Rich- 

ards & sons,  1902. 

Ceylon — Royal  botanic  gardens.  Report  of  the  director  for  1901.  pp.  20.  f°. 

n.  p.,  [1901]. 

Cooke,  Theodore.  Flora  of  the  presidency  of  Bombay,  pt.  2.  8°.  Lond.,  Tay- 

lor & Francis,  1902. 

Contents: — Simarubaceae  to  Leguminosae  (Papilionaceae). 

Dulac,  J.  Flore  du  departement  des  Hautes-Pyrenees  . . . plantes  v^isculaires 
spontanees;  classification  naturelle,  dichotomies  pour  arriver  . . . a la  determination 
des  families,  des  genres,  des  especes,  table  complete  etymologique.  pp.  641.  il.  map. 
12°.  Paris,  F.  Savy,  1867. 

Dyer,  William  Turner  Thiselton-,  editor.  Flora  of  tropical  Africa,  v.  8,  pt.  3. 
8°.  Lond.,  L.  Reeves  & co.,  1902. 

Edwards’s  botanical  register:  or,  Ornamental  flower-garden  and  shrubbery;  con- 
sisting of  coloured  figures  of  plants  and  shrubs  cultivated  in  British  gardens;  accom- 
panied by  their  history,  best  method  of  treatment  in  cultivation,  propagation,  etc., 
continued  by  John  Bindley,  v.  1-33.  pi.  8°.  Lond.,  James  Ridgway,  1815-47. 

v.  1-13,  title  reads:  Botanical  register,  consisting  of  coloured  figures  of  exotic 'plants  cultivated  in  British 
gardens , with  their  history  and  mode  of  treatment;  the  designs  by  Sydenham  Edwards  and  others. 

v.  14  (n.  s.,  v.  1),  title  reads:  Botanical  register;  or  Ornamental  flower-garden  and  shrubbery  . . . the 
designs  by  Sydenham  Edwards  and  others. 

Eng-ler,  Adolf,  editor.  Das  pflanzenreich;  regni  vegetabilis  conspectus,  heft  8. 
pp.  89.  il.  maps.  4°.  Leipz.,  Wilhelm  Engelmann,  1902. 

Flora;  oder,  Allgemeine  botanische  zeitung,  1818-70,  1889,  1896-97.  v.  1-52, 
72,  82-84.  il.  8°.  Regensburg  & Marburg,  1818-97. 

Completes  set  in  Library. 

Fristedt,  Robert,  and  Fries,  Robert.  Om  tviinne  i Sverige  hittills  misskanda 
arter  af  viixtslagtet  Rumex.  pp.  5.  8°.  [Lpsala,  1861?] 

Gottschall,  Michael.  Anatomisch  systematische  untersuchung  des  blattes  der 
Melastomaceen  aus  der  tribus  Miconieae.  pp.  176.  pi.  3.  8°.  Geneve,  Imprimerie 

Romet,  1900. 

Inaugural-dissertation  . . . Munchen.  Extrait  des  Memo  ires  de  l'  Herbier  Boissier 
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Grout,  Abel  J.  Mosses  with  a hand-lens;  a non-technical  handbook  of  the  more 
common  and  more  easily  recognized  mosses  of  the  northeastern  United  States,  pp. 
73.  il.  8°.  N.  Y.,  [c1900]. 

Hiihner,  Paul  Peter  Vitus.  Vergleichende  untersuchungen  uber  die  blatt-  und 
achsenstructur  einiger  australischer  Podalyrieen-gattungen  (Gastrolobium,  Pulte- 
naea,  Latrobea,  Eutaxia  und  Dillwvnia).  pp.  76.  pi.  8°.  Cassel,  Gebr.  Gotthelft, 
1901. 

Inaugural-dissertation  . . . Erlangen. 

Index  Kewensis  plantarum  phanerogamarum  . . . supplementum  primum  . . . 
1886-95  . . . confecerunt  Theophilus  Durand  et  B.  Davdon  Jackson,  pp.  120.  f°. 

n.  p.,  n.  d. 

Linnsea;  ein  journal  fiir  die  botanik,  in  ihrem  ganzen  umfange,  1826-82.  v.  1-43. 
8°.  Berl.,  E.  Halle,  1826-82. 

v.  17-43,  having  alternative  title:  Beitrage  zur pflanzenkunde.  v.  1-18,  n.  s.,  v.  1-9. 

v.  1-34,  edited  by  D.  F.  L.  Schlechtendal.  v.  35-43,  edited  by  August  Garcke. 

From  1883  merged  in  Jahrbuch  des  Koniglichen  botanischen  gartens  und  des  botanischen  museums  zu 
Bei'lin. 

Lindenia;  iconographie  des  orchidees,  1885-1900.  v.  1-16  (ser.  2,  v.  6).  il.  f°. 
Gand,  [1885-1900]. 

Nelson,  Aven.  Analytical  key  to  some  of  the  common  flowering  plants  of  the 
Rocky  Mountain  region,  pp.  94.  12°.'  N.  Y.,  D.  Appleton  & co.,  1902.  (Twen- 

tieth century  text-books. ) 

Reichenbach,  Heinrich  Gottlieb  Ludwig,  and  Reichenbach,  H.  G.  leones 
florae  germanicae  et  helveticae,  simul  terrarum  adjacentium,  ergo  mediae  Europae; 
opus  . . . nunc  continuatum  auctore  G.  equite  Beck  de  Mannagetta.  v.  22,  no.  28. 
pp.  137-144.  pi.  254-261.  f°.  Lipsiae,  F.  de  Zezschwitz,  [1902]. 

Revue  generale  de  botanique.  v.  1-5.  il.  4°.  Paris,  Paul  Klincksieek,  1889-93. 

-Completes  set  in  Library. 

Roth,  Albrecht  Wilhelm.  Catalecta  botanica,  quibus  plantae  novae  et  minus 
cognitae  describuntur  atque  illustrantur.  3 v.  pi.  8°.  Leipz.,  J.  F.  Gleditsch, 
1797-1806. 

Rouy,  Georges,  and  Camus,  E.  G.  Flore  de  France;  ou,  Description  des  plantes 
qui  croissent  spontanement  en  France,  en  Corse  et  en  Alsace-Lorraine,  v.  6.  8°. 

Paris,  Authors,  1900. 

Saint  Lucia — Botanical  garden.  Annual  report,  1900.  pp.  9.  f°.  Castries,  1902. 

St.  Petersburg — Imperatorskii  S.-Peterburgskit  botanicheskii  sad  [Imperial  St. 
Petersburg  botanical  garden].  Acta  Horti  Petropolitani  [Trudi  Imperatorskagho 
S.-Peterburghskagho  botanicheskagho  sada].  v.  19,  fasc.  1-2;  v.  20.  4°.  S.-Peterb., 
1901. 

Schlotterbeck,  Julius  Otto.  Beitrage  zur  entwicklungsgeschichte  pharmakog- 
nostisch  wichtiger  samen.  pp.  56.  pi.  5.  8°.  Bern,  Neukomm  & Zimmermann, 

1896. 

Inaugural-dissertation  . . . Bern. 

Schrbder,  Alfred  Oskar  Julius.  Anatomische  untersuchung  des  blattes  und  der 
axe  bei  den  Lipariete  und  Bossiaeje  (trib.  Genisteae).  pp.  54.  8°.  Cassel,  Gebr.’ 

Gotthelft,  1902. 

Inaugural-dissertation  . . . Erlangen. 

Separat-abdruck-aus:  “ Botan . centralblatt ,”  beihe/te , v.  11,  no.  6,  1902. 

Schroter,  Carl,  and  Kirchner,  Oskar.  Der  “ Bodensee-forschungen,”  neunter 
abschnitt;  die  vegetation  des  Bodensees.  teil  2.  il.  pi.  4.  1 map.  8°.  Lindau 
I.  B.,  1902. 

Schulze,  Walther.  Beitrage  zur  vergleichenden  anatomie  der  Genisteengattungen 
Genista,  Adenocarpus  und  Calycotome.  pp.  59.  8°.  Chemnitz,  J.  W.  Geidel,  1901. 

Inaugural-dissertation  . . . Erlangen. 
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Schumann,  Karl.  Bltihende  kakteen;  ieonographia  Cactacearum ; im  auftrage 
der  Deutschen  kakteen-gesellschaft.  lieferung  6.  pi.  f°.  J.  Neumann,  Neu- 
dann,  n.  d. 

Smith,  Emory  Evans.  Golden  poppy,  pp.  230.  il.  pi.  8°.  Palo  Alto,  Cal., 
1902. 

Sociedad  Broteriana.  Boletim,  1880-96.  v.  1-13.  il.  8°.  Coimbra,  Imprensa 
da  Universidade,  1883-96. 

v.  1-3,  title  reads:  Boletim  annual. 

Complete  set  in  Library. 

Societe  botanique  de  France.  Bulletin;  table  generale  des  articles  originaux 
contenus  dans  les  40  derniers  volumes,  1854-93.  pp.  240.  8°.  Paris,  au  siege  de  la 
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jusqu’a  ce  jour.  pp.  63.  8°.  n.  p.,  1897. 

Suite,  pp.  43.  8°.  n.  p.,  1900. 

Kolenati,  Friedrich  A.  Meletemata  entomologica.  8 fasc.  pi.  8°.  Petropoli, 
Sumptibus  Imperialis  academis  scientiarum,  1845-[58]. 
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Kuwana,  Shinkai  Inokichi.  Coccidte  (scale  insects)  of  Japan,  pp.  [56].  pi.  [5]. 
4°.  Stanford  university,  Cal.,  1902.  (Leland  Stanford  junior  university — 
Hopkins  seaside  laboratory.  Contributions  to  biology,  no.  27. ) 

Reprinted  from  the  Proceedings  of  the  California  academy  of  sciences,  3d  ser.,  zoology,  v.  8.  pp.  43-98. 

Lioy,  Paolo.  Ditteri  italiani.  pp.  356.  il.  24°.  Milano,  1895.  (Manuali 
Hoepli.  Entomologia.  III°.) 

MacLeay,  William  Sharp.  Annulosa  Javanica;  or,  An  attempt  to  illustrate  the 
natural  affinities  and  analogies  of  the  insects  collected  in  Java  by  Thomas  Horsfield. 
no.  1.  pp.  50.  1 pi.  f°.  Lond.,  Kingsbury,  Parburv  & Allen,  1825. 

No  more  published. 

Magazin  fur  die  liebhaber  der  entomologie.  2 v.  il.  8°..  Zurich,  Heinrich 
Steiner  & co.,  1778-79. 

Edited  by  G.  C.  Fuessly. 

Continued  under  the  title:  Xeues  magazin  f Hr  die  liebhaber  der  entomologie. 

Natal — Agriculture , Department  of — Government  entomologist.  1st  report,  1899/1900. 
pp.  150.  il.  8°.  Pietermaritzburg,  1901. 

Neues  magazin  fur  die  liebhaber  der  entomologie.  3 v.  in  1.  12°.  Zurich, 

1782- [86]. 

t.-p.  of  v.  3 wanting. 

Edited  by  J.  C.  Fuessly. 

For  earlier  series,  see  Magazinfiir  die  liebhaber  der  entomologie. 

Ontario,  Entomological  society  of.  32nd  annual  report,  1901.  pp.  128.  il. 
8°.  Toronto,  1902. 

Pallas,  Peter  Simon.  leones  insectorum,  praesertim  Rossiae  Sibiriaeque  }>eculia- 
rium.  pp.  104.  pi.  [8].  4°.  Erlangae,  Wolfgang  Walther,  1781-[1806?]. 

Published  in  4 hefte. 

Percheron,  Achille  Remy.  Bibliographie  entomologique.  2 v.  in  1.  8°. 

Paris,  J.  B.  Bailliere,  1837. 

Petri,  Karl.  Monographie  des  coleopteren-tribus  Hyperini.  pp.  210.  il.  pi. 
4°.  Berk,  R.  Friedlander  & sohn,  [1901]. 

Revue  entomologique  publiee  par  Gustave  Silbermann.  5 v.  pi.  8°.  Stras- 
bourg, 1833-37. 

Romer,  Johann  Jacob.  Genera  insectorum  Linnaei  et  Fabricii.  pp.  86.  pi.  37. 
4°.  Vitoduri  Helvetorum,  Henric.  Steiner  & soc.,  1789. 

Rossi,  Pietro.  Fauna  Etrusca  sistens  insecta  quae  in  provinces  Florentina  et 
Pisana  praesertim  collegit  P.  Rossius.  2 v.  pi.  8°.  Helmstadii,  C.  G.  Fleckeisen, 
1795-1807. 

v.  1,  edited  by  J.  C.  L.  Hellwig. 
v.  2,  edited  by  Carl  Illiger. 

Mantissa  insectorum,  exhibens  species  nuper  in  Etruria  collectas  a Petro 

Rossio;  adjectis  Faunae  Etruscae  illustrationibus  ac  emendationibus.  pt.  1.  8°. 

n.  p.,  n.  d. 

Being  pp.  335-457  of  v.  1 of  Fauna  Etrusca. 

Willkomm,  Moritz.  Die  nonne,  der  kiefernspinner  und  die  kiefernblattwespe; 
PopuKre  beschreibung  der  lebensweise  und  der  vertilgung  dieser  forstschiidlichen 


insecten.  pp.  34.  il.  8°. 

Dresden,  1858. 

Wulp,  F.  M.  van  der. 
[Leiden,  1892]. 

Diptera  [van  Midden-Sumatra]. 

pp.  60. 

pi.  3.  4°. 

isatuurlijkc  historic , 9de  afd. 
Wytsman,  P.,  editor. 

Genera  insectorum.  fasc*.  1-2. 

pi.  f°. 

Bruxelles, 

P.  Wytsman,  1902. 
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23.  SOCIOLOGY. 

Benson,  William  E.  Prospectus  of  the  Dixie  industrial  company  of  Kowaliga, 
Alabama,  pp.  28.  il.  12°.  Boston,  Geo.  H.  Ellis,  1900. 

Canada — Labour,  Department  of.  Report  . . . for  the  year  ended  June  30,  1901. 
8°.  Ottawa,  1902. 

France— Commerce,  de  V Industrie,  des  posies  et  des  telegraphes,  Minister e du — Travail, 
Office  du.  Seconde  enquete  sur  le  placement  des  employes,  des  ouvriers  et  des  domes- 
tiques.  pp.  186.  8°.  Paris,  1901. 

Frankfurt  am  Main,  Akademie  fur  sozial-  und  handelswissenschaften  zu. 
[Bericht].  8°.  Jena,  1902. 

Kansas — Labor  and  industry,  Bureau  of.  15th-16th  annual  report,  1899-1900.  il. 
8°.  Topeka,  1900-01. 

Ontario — Colonization,  Bureau  of.  Report  of  the  director,  1901.  pp.  26.  8°. 

Toronto,  1902. 

Styria,  Austria — Statistisches  landesamt.  Die  sparcassen  und  die  erwerbs-  und 
wirtschafts-genossenschaften  in  Steiermark  im  jahre  1900.  pp.  54.  8°.  Graz, 

1902.  (Styria,  Austria — Statistisches  landesamt.  Statistische  mittheilungen  fiber 
Steiermark.  heft  9. ) 


24.  LEGISLATION  AND  LAWS. 

General  digest,  American  and  English,  annotated,  n.  s.,  v.  12.  4°.  Roches- 

ter, N.  Y.,  Lawyers’  co-operative  publishing  co.,  1902. 

New  York  {state).  Library  bulletin;  legislation,  no.  16.  8°.  Albany,  1902. 

Quebec  ( province ) — Legislature.  Statutes  passed  in  . . . 1902.  pp.  404.  8°. 

Quebec,  1902. 

25.  STATISTICS  AND  COMMERCE. 

American  iron  and  steel  association.  Statistics  of  the  American  and  foreign 
iron  trades  for  1901;  annual  statistical  report,  pp.  64.  8°.  Phila.,  1902. 

Austria — K.  k.  handelsministerium — Statistisches  departement.  Statistik  des  auswar- 
tigen  handels  des  osterreichisch-ungarischen  zollgebiets  im  jahre  1901.  bd.  2-3. 
4°.  Wien,  1902. 

Austria— AT.  /:.  statistische  central-commission.  Oesterreichische  statistik.  v.  55, 
no.  3;  v.  59,  no.  3.  maps.  f°.  Wien,  1902. 

Contents: — v.  55,  no.  3.  Bewegung  der  bevolkerung  ...  1898. — v.  59,  no.  3.  Die  ergebnisse  der 
reichsrathswahlen  ...  1900/01. 

Baltimore — Commerce,  Chamber  of . 47th  annual  report,  1901.  pp.  196.  pi.  8°. 
Balto. , 1902. 

Boston — Commerce , Chamber  of.  16th  annual  report,  for  the  year  ending  Dec.  31, 
1901.  8°.  Boston,  1902. 

Briinn,  Handels-  und  g-ewerbekammer  in.  Summarischer  bericht,  1901.  pp. 
235.  8°.  Briinn,  1902. 

Chicago — Trade,  Board  of.  44th  annual  report  of  the  trade  and  commerce  of 
Chicago,  1901.  8°.  Chicago,  1902. 

Colorado — Auditor  of  state.  Biennial  report  . . . from  Dec.  1,  1898-Nov.  30,  1900. 
8°.  Denver,  1901. 

Colorado — Labor  statistics , Bureau  of.  7th  biennial  report,  1899-1900.  8°.  Den- 

ver, 1900. 

Connecticut — Labor  statistics,  Bureau  of.  17th  annual  report,  for  the  year  ended 
Nov.  30,  1901.  8°.  Meriden,  1901. 
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Dresden — Statist isches  amt.  Monatsberichte,  1901.  v.  24.  4°.  Dresden,  [1901], 

Duluth,  Minn. — Trade,  Board  of.  Annual  report,  1901.  8°.  Duluth,  1902. 

Egypt — Douanes  egyptiennes , Direct  ion  generate  des.  Le  commerce  exterieur  de 
l’Egypte  pendant  l’annee  1901.  4°.  Alexandrie,  1902. 

Germany — Kaiserliches  statistisches  amt.  Auswiirtiger  handel  des  deutschen  zoll- 
gebiets,  [1889-1900].  pp.  37+137+150.  f°.  Berl.,  1901. 

Great  Britain — Agriculture,  Department  of.  Agricultural  returns,  1901;  produce 
of  crops,  tables  showing  the  estimated  total  produce  and  average  yield  per  acre  of 
the  principal  crops,  with  particulars  for  each  county  of  Great  Britain  and  a summary 
for  the  United  Kingdom,  pp.  27.  8°.  n.  p.,  n.  d. 

Great  Britain — Trade,  Board  of.  Statistical  tables  relating  to  the  colonial  and 
other  possessions  of  the  United  Kingdom,  1899.  pt.  24.  f°.  Lond.,  1902. 

Hamburg,  Handelskammer  zu.  Hamburg’s  handel  im  jahre  1901.  pp.  131. 
8°.  Hamburg,  n.  d. 

Hungary — Konigl.  ungar.  handelsministerium.  Jelentese  . . . 1900.  4°.  Buda- 

pest, 1901. 

Hungary — Konigl.  ungar.  statistisches  central-amt.  Ungarisches  statistisches  jahr- 
buch,  1900.  n.  s.,  v.  8.  4°.  Budapest,  1902. 

Illinois — Labor  statistics,  Bureau  of . 11th  biennial  report,  1900.  8Q.  Springfield, 

1902. 

India — Bengal — Land  records  and  agriculture,  Department  of.  Agricultural  statistics 
of  the  low’er  provinces  of  Bengal  for  1900/01.  f°.  Calcutta,  1901. 

Iowa — Labor  statistics,  Bureau  of.  9th  biennial  report,  1899-1900.  pp.  598.  8°. 

Des  Moines,  1901. 

Ireland — Agriculture  and  technical  instruction,  Department  of.  Banking,  railway, 
and  canal  statistics,  Ireland,  [semi-annual],  Dec.,  1901,  pp.  163.  8°.  Dublin,  1902. 

Italy — Finanze,  Minister o delle — Gabelle,  Direzione  generate  delle.  Tabella  indicante 
i valore  delle  merci  nell’  anno  1901,  per  le  statistiche  commercials  pp.  72.  8°. 

Roma,  1902. 

Japan — Statistique  generate,  Bureau  de  la.  Resume  statistique  de  F empire  du 
Japon.  v.  16.  4°.  Tokio,  1902. 

Louisiana — Statistics  of  labor,  Bureau  of.  1st  annual  report,  1901.  pp.  267.  8°. 

Baton  Rouge,  1902. 

Mexico — Fomento,  colonizacion  e industria , Secretarta  de — Estadistica , Direccion 
general  de.  Anuario  estadfstico,  1900.  v.  8.  f°.  Mexico,  1901. 

Mexico — Hacienda  y credito  publico,  Secretaria  de — Estadistica,  Seccion  de.  Comercio 
exterior  y navegaciom  ano  fiscal  de  1896/97-98/99.  f°.  Mexico,  1901. 

Michigan — Labor  and  industrial  statistics,  Bureau  of.  19th  annual  report,  1901. 
pp.  537.  8°.  Lansing.  1902. 

Minneapolis — Commerce,  Chamber  of.  19th  annual  report,  1901.  pp.  190+71. 
8°.  [Minneapolis,  1902]. 

New  Jersey — Statistics  of  labor  and  industries,  Bureau  of.  24th  annual  report,  for 
the  year  ending  Oct.  31st,  1901.  8°.  Trenton,  1902. 

New  South  Wales — Registrar-general.  Returns  under  the  several  acts  of  Parlia- 
ment administered  by  the  Registrar-general  for  the  year  1901.  pp.  9.  f°.  Sydney, 

1902. 

New  South  Wales — Statistician.  Results  of  a census  of  New  South  Wales  taken 
lor  the  night  of  the  31st  March,  1901.  pt.  1.  4°.  Sydney,  1902. 


STATISTICS  AND  COMMERCE. 


33 


New  Zealand — Registrar-general.  Statistics  of  the  colony  of  New  Zealand  for  the 
year  1900.  f°.  Wellington,  1901. 

Ohio — Auditor.  Annual  report  for  the  fiscal  year  ending  Nov.  15,  1901.  pp.  623. 
8°.  Cincinnati,  1901. 

Ontario — Registrar-general.  Report  relating  to  the  registration  of  births,  mar- 
riages, and  deaths  in  the  province  of  Ontario,  for  . . . 1900.  pp.  61+226.  8°. 

Toronto,  1902. 

Peoria,  III. — Trade,  Board  of.  32d  annual  report,  for  the  year  ending  Dec.  31. 
1901.  8°.  Peoria,  1902. 

Philadelphia  produce  exchange.  28th  annual  report,  Jan.  15,  1902.  8°. 

Phila.,  [1902]. 

Prussia — Konigl.  statistisches  bureau.  Preussische  statistik.  no.  67,171.  f°.  Berl., 
1901-02. 

Contents:— no.  167.  Statistik  der  preussischen  landesuniversitaten  fur  das  studienjahr  Ostern 
1899/1900.— no.  171.  Die  sterblichkeit  nach  todesursachen  und  altersklassen  der  gestorbenen  sowie 
die  selbstmorde  und  die  todtlichen  verungliickungen  im  preussischen  staate  wahrend  des  jahres 

1900. 

Roumania — Agriculture i,  industriei  comerciului  si  domeniilor,  Minister ul — Statisticei 
generate,  Serviciul . Buletin  statistic  al  Romaniei,  1900/01.  ser  2a,  anul  5,  no.  3.  8°. 

Bucuresti,  1901. 

St.  Louis,  Merchants’  exchange  of.  Annual  statement  of  the  trade  and  com- 
merce of  Saint  Louis  for  the  year  1901.  8°.  St.  Louis,  1902. 

San  Francisco — Commerce,  Chamber  of.  52d  annual  report,  . . . 1901.  pp.  221. 
8°.  San  Fran.,  1902. 

Saxony  ( kingdom ) — Statistisches  bureau.  Zeitschrift,  1901.  iahrg.  47,  heft  3-4. 
4°.  Dresden,  1901. 

Servia — Commerce,  de  V agriculture  et  de  V Industrie,  Minister e du — Statistique,  Section 
de.  Statistique  du  royaume  de  Serbie.  v.  17.  pp.  811.  f°.  Belgrade,  1902. 

Servia — Commerce,  de  V agriculture  et  de  V Industrie,  Minister e du — Statistique,  Section 
de.  Materiaux  pour  la  statistique  du  royaume  de  Serbie.  livr.  4.  f°.  Belgrade, 

1901. 

Spain — Aduanas , Direccion  general  de.  Estadfstica  general  del  comercio  exterior 
de  Espana,  1900.  2 pts.  f°.  Madrid,  1902. 

Switzerland — Assurances,  Bureau  federal  des.  Rapport  sur  les  entreprises  privees 
en  matiere  d’assurances  en  Suisse  en  1900.  pp.  62+136.  4°.  Berne,  1902. 

Switzerland — Commerce,  de  V Industrie  et  de  V agriculture,  Departement  federal  du. 
Rapport;  Sme  division;  agriculture,  1901.  pp.  42.  12°.  n.  p.,  1902. 

Switzerland — Innern,  Eidgenossisches  departement  des — Statistisches  bureau.  Alpha- 
betisches  inhaltsverzeichnis  der  jahrgange  1-10  (1891-1901)  des  Statistischen  jahr- 
buches  der  Schweiz  und  des  graphisch-statistischen  atlasses  vom  jahre  1897.  pp.  94. 
8°.  Bern,  1901. 

Uruguay — Estadistica,  Direccion  general  de.  Anuario  estadfstico  de  la  republica 
oriental  del  Uruguay,  1899-1900.  v.  16.  2 pts.  4°.  Montevideo,  1901. 

Virginia — Labor  and  industrial  statistics,  Bureau  of.  4th  annual  report,  1901.  pi. 
8°.  Richmond,  1901. 

Weltverkehr  (Der)  und  seine  mittel;  mit  einer  fibersicht  fiber  welthandel  und 
weltwirtschaft.  Ed.  9.  pp.  981.  il.  pi.  14,  maps.  4°.  Leipz.,  Otto  Spamer,  1901. 

Wisconsin — Labor  and  industrial  statistics,  Bureau  of.  9th  biennial  report,  1898/99- 
99/1900.  pp.  1140.  8°.  Madison,  1901. 
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26.  ROADS  AND  ENGINEERING. 

Belgium — Chemins  defer , posies  et  telegraphes , Ministere  des.  Chemins  de  fer,  postes, 
telegraphes,  telephones  et  marine;  compte  rendu  des  operations  pendant  l’annee 
1900.  v.  p.  maps.  f°.  Bruxelles,  1901. 

Codrington,  Thomas.  Maintenance  of  macadamized  roads.  Ed.  2 rev.  & enl. 
pp.  186.  8°.  Lond.,  E.  & F.  N.  Spon,  1892. 

Engineering  index,  1884-1900.  v.  1-3.  8°.  Chicago  & N.  Y.,  c1892-1901. 

y.  1,  title  reads:  Descriptive  index  of  current  engineering  literature. 
v.  1.  published  by  the  Association  of  engineering  societies. 
v.  2-3,  published  by  The  engineering  magazine. 

v.  2,  edited  by  J.  B.  Johnson;  v.  3,  edited  by  H.  H.  Suplee,  assisted  by  J.  H.  Cuntz. 

Ontario — Highways , Commissioner  of.  6th  annual  report,  1901.  il.  8°.  Toronto, 
1902. 

Queensland — Hydraulic  engineer.  17th  annual  report  on  the  water  supply,  1900/01. 
pp.  207.  maps,  charts.  f°.  Brisbane,  [1901]. 

Toronto,  Canada — Engineer.  Annual  report  for  1899-1900.  pi.  maps,  charts. 
4°.  Toronto,  1900-01. 

27.  EDUCATION  (NOT  AGRICULTURAL). 

American  college  and  public  school  directory,  1902.  v.  25.  pp.  328.  8°.  St. 

Louis,  C.  H.  Evans  & co.,  n.  d. 

Belgium — Interieur  et  de  V instruction  publique,  Ministere  de  V . Rapport  triennal 
sur  l’etat  de  l’ enseignement  moyen  en  Belgique  . . . 16me  periode  triennale,  1897-99. 
pp.  238+599.  f°.  Bruxelles,  1900. 

Brown  university.  Catalogue,  137th,  1900/01.  pp.  208.  8°.  Providence,  R.  I., 

1900. 

Ecuador,  Universidad  central  del.  Anales.  8°.  Quito,  1902. 

Illinois — University.  Catalog,  1901/02.  16°.  Urba  a,  111.,  1902. 

Massachusetts  institute  of  technology,  Boston.  37th  annual  catalogue  of  the 
officers  and  students,  with  a statement  of  the  courses  of  instruction  and  a register  of 
the  alumni,  1901/02.  pp.  429.  map.  8°.  Boston,  1902. 

Massachusetts  institute  of  technology,  Boston.  Annual  report  of  the  presi- 
dent and  treasurer,  1901.  pp.  68+14.  8°.  Boston,  1902. 

Michigan — University.  Calendar  for  1901/02.  12°.  Ann  Arbor,  1902. 

Minnesota — University.  Catalogue  for  the  year  1901/02  and  announcements  for 
the  year  1902/03.  pp.  384.  8°.  Minneapolis,  1902.  (Bulletin,  v.  5,  no.  7.  ) 

Missouri — University.  Catalogue;  60th  report  of  the  curators,  1901/02.  pp.  244. 
8°.  Columbia,  [1902]. 

Nebraska — Public  instruction , Department  of.  School  buildings  and  grounds  in 
Nebraska,  pp.  278.  il.  8°.  Lincoln,  1902. 

Purdue  universty.  Annual  catalogue,  1901/02.  pp.  245.  12°.  Indianapolis, 

1902. 

Rennes,  France , Universite  de.  Travaux  scientifiques.  v.  1,  no.  1.  pp.  102. 
il.  4°.  Rennes,  1902. 

Simmons  female  college,  Boston.  Preliminary  announcement,  1902.  pp.  15. 
8°.  Boston,  1902. 

Tokyo — Imperial  university.  Calendar,  1901/02.  pp.  328+38.  maps.  12°. 
Tokyo,  1902. 

Yorkshire  college,  Leeds.  27th  annual  report,  1900/01.  pp.  100.  8°.  Leeds, 

1901. 
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28.  GEOGRAPHY,  DESCRIPTION,  AND  TRAVEL. 

Alabama  historical  society.  Transactions,  1897/98-1898/99.  v.  2-3.  8°.  Tus- 

caloosa, 1898-99. 

Alabama — History  commission.  Report  ...  to  the  governor  of  Alabama,  . . . 
1901.  v.  1.  pp.  447.  8°.  Montgomery,  Alabama  historical  society,  1901.  (Ala- 

bama historical  society.  Miscellaneous  collections,  v.  1. ) 

Anderson,  Alexander  Caulfield.  Notes  on  north-western  America,  pp.  22. 
8°.  Montreal,  Mitchell  & Wilson,  1876. 

Diffenbach,  Ernst.  Travels  in  New  Zealand;  with  contributions  to  the  geography, 
geology,  botany,  and  natural  history  of  that  country.  2 v.  il.  8°.  Lond..  John 
Murray,  1843. 

Fortune,  Robert.  Three  years’  wanderings  in  the  northern  provinces  of  China, 
including  a visit  to  the  tea,  silk,  and  cotton  countries;  with  an  account  of  the  agri- 
culture and  horticulture  of  the  Chinese.  Ed.  2.  pp.  420.  il.  pi.  map.  8°.  Lond., 
John  Murray,  1847. 

North-west  Territories  ( Canada ) — Agriculture,  Department  of . Canadian  North- 
west Territories;  an  official  handbook  containing  reliable  information  concerning 
their  resources,  pp.  72.  il.  4°.  Winnipeg,  1901. 

Russia — Ways  of  communication , Ministry  of.  Guide  to  the  great  Siberian  rail- 
way . . . edited  by  A.  I.  Dmftriev-Mamonov  and  A.  F.  Zdziarski;  English  transla- 
tion by  Miss  L.  Kukol-Yasnopolsky,  revised  by  John  Marshall,  pp.  520.  il.  pi. 
maps.  4°.  St,  Petersb.,  1900. 

Washington  (state) — Statistics , agriculture , and  immigration , Bureau  of.  Agricul- 
tural, manufacturing,  and  commercial  resources  and  capabilities  of  Washington, 

1901.  il.  8°.  Olympia,  1901. 

Willcocks,  W.  Three  months  in  South  Africa,  pp.  46.  8°.  Cairo,  1902. 

29.  GENERAL  SERIAL  PUBLICATIONS. 

Albany  museum,  Graham's  Town , Cape  of  Good  Hope.  Report  of  the  committee 
of  the  . . . museum,  for  the  year  1901.  f°.  Cape  Town,  1902. 

British  association  for  the  advancement  of  science.  Report  of  the  71st 
meeting,  1901.  pp.  120+900+114.  8°.  Lond.,  John  Murray,  1901. 

Cobden  club.  Report  and  list  of  members,  1901.  12°.  Lond.,  1902. 

Davenport  [Joira]  academy  of  sciences.  Proceedings,  1899-1900.  v.  8.  il. 
8°.  Davenport,  1901. 

Denison  university — Scientific  laboratories.  Bulletin,  June  1902.  v.  12,  article 
1.  il.  8°:  Granville,  Ohio,  1902. 

Deutsche  gesellschaft  fur  natur-  und  volkerkunde  Ostasiens.  Mittheilungen. 
v.  8,  no.  3.  pp.  240-406.  il.  8°.  Tokyo  & Berl.,  1902. 

Edinburgh  museum  of  science  and  art.  Report  for  the  year  1901,  by  F.  G. 
Ogilvie,  the  director,  pp.  15.  8°.  Lond.,  1902. 

Konigsberg,  Physikalisch-okonomische  gesellschaft  zu.  Schriften,  1901. 
jahrg.  42.  il.  4°.  Konigsberg,  1901. 

Paris.  Academie  des  sciences.  Memoires  de  l’Academie  des  sciences  de  l’ln- 
Stitut  de  France,  1816-[87].  ser.  2,  v.  1-44.  il.  4°.  Paris,  1818-88. 

Tables  generales  . . . premiere  serie,  tomes  1 a 14  (an  vi-1815). — 

seconde  serie,  tomes  1 a 40  (1816-1878).  pp.  50.  4°.  Paris,  1881. 

Philadelphia  city  institute.  50th  annual  report,  1901/02.  pp  23.  8°.  Phila., 

1902. 
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Philosophical  magazine;  comprehending  the  various  branches  of  science,  the 
liberal  and  fine  arts,  agriculture,  manufactures,  and  commerce;  by  Alexander  Til- 
loch,  [monthly],  June  1798-Jan.  1807.  v.  1-26.  il.  8°.  Lond.,  1798-1807. 

Later  became  London,  Edinburgh , and  Dublin  magazine,  which. the  Library  has  for  the  years  1873  to 
date. 

Smithsonian  institution — United  States  national  museum.  Bulletin,  no.  51.  8°. 

Wash.,  1902. 

Contents: — List  of  the  publications  of  the  United  States  national  museum  (1875-1900)  . . . with  index 
to  titles,  by  Randolph  I.  Geare. 

Societe  libre  d’ agriculture,  sciences,  arts  et  belles-lettres  de  l’Eure.  Re- 
cuel  des  travaux,  1900.  ser.  5,  v.  8.  8°.  Evreux,  1901. 

Societe  vaudoise  des  sciences  naturelles.  Bulletin,  v.  37,  no.  [4]  (no.  142). 
il.  8°.  Lausanne,  1901. 

Tokyo — Imperial  university — College  of  science.  Journal,  v.  1—10.  il.  4°.  Tokyo, 
1887-98. 

Later  volumes  already  in  Library. 

Trivandrum  museum  and  public  gardens.  Report  for  the  year  1900/01.  pp. 
18  + 18.  8°.  Trivandrum,  1902. 

Tufts  college.  Tufts  college  studies,  May  1902.  no.  7.  il.  4°.  Tufts  college. 
Mass.,  1902. 

Upsala.  Regia  societas  scientiarum  upsaliensis.  Nova  acta.  ser.  3,  v.  20, 
fasc.  1.  pp.  204.  pi.  4°.  Upsalise,  1901. 

Washington  \_D.  C.]  academy  of  sciences.  Proceedings,  1901.  v.  3.  pp.  612. 
il.  4°.  Wash.,  1901. 

Zeeuwsch  genootschap  der  wetenschappen.  Archief;  vroegere  en  latere 
mededeelingen  voornamelijk  in  betrekking  tot  Zeeland,  v.  8,  no.  4.  8°.  Middel- 

burg,  1901. 

30.  BIOGRAPHY. 

Agassiz,  Elizabeth  Cary,  editor.  Louis  Agassiz,  his  life  and  correspondence. 
2 v.  il.  12°.  Lond.,  Macmillan,  1885. 

31.  REFERENCE  BOOKS,  BIBLIOGRAPHY,  AND  LIBRARY 

ECONOMY. 

Adler,  George  J.  German  and  English  dictionary  ...  a new  edition  . . . 
revised  by  F.  P.  Foster  and  Edward  Althaus.  v.  1.  pp.  869.  4°.  N.  Y., 

D.  Appleton  & co.,  1902. 

Contents:— x.  1.  German  into  English. 

Almanach  de  Gotha;  annuaire  genealogique,  diplomatique  et  statistique,  1902. 
v.  139.  pp.  1211.  il.  24°.  Gotha,  Justus  Perthes,  n.  d. 

Andrews,  Clement  Walker.  The  John  Crerar  library;  a free  public  reference 
library  of  scientific  literature,  1894-1901.  pp.  10.  1 pi.  8°.  Chicago,  1902. 

Reprint  from  Blanchard's  History  of  Chicago. 

Annual  American  catalogue  cumulated  1900-1901.  4°.  X.  Y.,  Publisher’s  weekly, 
1902. 

Appleton’s  annual  cyclopaedia  and  register  of  important  events  . . . 1901.  v.  41 
(ser.  3,  v.  6).  pp.  828.  il.  pi.  4°.  New  YTork,  D.  Appleton  & co.,  1902. 

Contains  index  to  the  6 v.  of  3d  ser.  (v.  36^1),  1896-1901. 

Ayer,  N.  W.,  and  son.  American  newspaper  annual,  pp.  1601.  4°.  Pliila., 

Authors,  1902. 

Bangor,  Me. — Public  library.  Annual  reports,  1901.  pp.  38.  8°.  Bangor,  1902. 

Bibliographie  der  deutschen  zeitschriften-litteratur  . . . 1901.  v.  8.  4°.  Leipz., 
Felix  Dietrich,  1901. 

Compiled  by  F.  Dietrich. 

Supplementband,  1.  4°.  Leipz.,  1901. 

Contents: — Bibliographie  der  deutschen  rezensionen,  1900  . . . mit  sach-register. 
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Brooklyn,  N.  Y. — Public  library.  4th  annual  report  of  the  board  of  directors, 
1901.  pp.  81.  8°.  Brooklyn,  1902. 

Cambridge  university — Library  syndicate.  48th  report,  1901.  pp.  25.  4°. 

Cambridge,  1902. 

Cambridge  university — Museums  and  lecture  rooms  syndicate.  36th  annual  report, 
1901.  pp.  43.  4°.  [Camb.,  Eng.,  1902]. 

Cleveland,  Ohio — Public  library.  33d  annual  report  . . . 1901.  pp.  122.  il. 
8°.  Cleveland,  1902. 

Connecticut — Secretary.  Register  and  manual,  1902.  pp.  581.  1 map.  12°. 

Hartford,  1902. 

Cram’s  standard  American  railway  system  atlas  of  the  world,  pp.  548.  maps. 
f°.  New  York,  George  F.  Cram,  1902. 

Dundee,  Scotland. — Free  library.  Report  by  the  Free  library  committee  to  the 
town  council  of  Dundee  for  the  year  1901.  8°.  Dundee,  1902. 

Fletcher,  William  Isaac,  and  Bowker,  R.  R.,  editors.  Annual  literary  index 

1901,  including  periodicals,  American  and  English,  essays,  book  chapters,  etc.,  with 

author-index,  bibliographies,  necrology,  and  index  to  dates  of  principal  events,  pp. 
278.  4°.  N.  Y.,  Publisher’s  weekly,  1902. 

Great  Britain — Patent  office — Library.  Catalogue  of  the  library,  v.  2.  4°.  Lond., 
1883. 

Contents:— x.  2,  Subjects. 

Harper’s  encyclopaedia  of  United  States  history  from  458  A.  D.  to  1902,  based 
upon  the  plan  of  B.  J.  Lossing  . . . with  a preface  on  the  study  of  American  history 
by  Woodrow  Wilson,  v.  6-10.  il.  8°.  N.  Y.,  Harper  & bros.,  1902. 

Jersey  City — Free  public  library.  11th  annual  report,  1901.  pp.  22.  8°.  [Jer- 

sey City,  1902]. 

McGill  university — Medicine,  Faculty  of — Library  committee.  Report,  1900/01. 
pp.  22.  8°.  Montreal,  n.  d. 

Medina,  J.  T.  Bibliograffa  espanola  de  las  Islas  Filipinas  (1523-1810).  pp.  556. 
4°.  Santiago  de  Chile,  Imprenta  Cervantes,  1897. 

New  York  (state) — Library.  Bulletin;  library  school,  no.  10.  pp.  [21].  8°. 

Albany,  University  of  state  of  New  York,  1902. 

Contents: — 15th  annual  report  of  the  New  York  state  library  school,  1901. 

Newberry  library,  Chicago.  Report  of  the  trustees  for  1901.  pi.  8°.  Chicago, 

1902. 

Newcastle-upon-Tyne,  [ Eng .] — Public  libraries  committee.  21st  report,  1901/02. 
8°.  Newcastle-upon-Tyne,  1902. 

Providence,  P.  I. — Public  library.  24th  annual  report,  1901.  8°.  Providence, 

1902. 

Royal  society  of  London.  Catalogue  of  scientific  papers  (1800-1883);  supple- 
mentary volume,  v.  12.  4°.  Lond.,  1902. 

Scientific  American  supplement.  Catalogue  of  valuable  papers.  [Ed.  2]  enl. 
4°.  N.  Y.,  [1902]. 

Societe  d’ etudes  coloniales — Bibliotheque.  Catalogue,  1902.  pp.  53.  8°.  Bru- 
xelles, A.  Lesigne,  1902. 

South  Australia — Public  library,  museum,  and  art  gallery,  Board  of  governors  of. 

Report,  1900/01.  pp.  22,  pi.  f°.  Adelaide,  1902. 

Statesman’s  year-book,  1902.  v.  39.  pp.  1332.  12°.  Lond.,  Macmillan  & co., 

1902. 
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